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Conference  Calendar 


Title  of  Meeting 

Location 

Date 

Further  Information  from: 

7th  International  Meeting  on 
Lithium  Batteries 

Boston,  MA, 

USA 

May  15-20, 

1994 

Dr  H.  Frank  Gibbard, 

Duracell  Inc., 

New  Products  and  Technlogy 
Division, 

Duracell  Worldwide  Technology 
Center, 

37  A  Street, 

Needham,  MA  02194,  USA 

Second  European  Metals 
Conference  -  EMC  ’94 

Dresden/ 

Freiburg, 

Germany 

June  14-18, 
1994 

GDMD, 

Claustal-Zellerfeld, 

Germany 

Tel:  05323-3438 

29th  Intersociety  Energy 
Conversion  Engineering 
Conference 

Monterey,  CA, 
USA 

August  7-12, 
1994 

Karl  Bradshaw, 

Meetings  Manager,  AIAA, 

370  L’Enfant  Promenade,  SW, 
Washington,  DC,  USA 

Tel:  202/644-7528 

Fax:  202/646-7508 

1st  European  Solid  Oxide 

Fuel  Cell  Conference 

Lucerne, 

Switzerland 

October  3-7, 
1994 

European  SOFC  Conference 

Office, 

PO  Box  1929, 

CH-S401  Baden,  Switzerland 

Tel:  +41  (56)  226607 

Fax:  +41  (56)  226607 
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